RST 
DISCHARGE 


THRSHLD OUT 


TRIGGER 
CNTRL GND 


RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-5012 eo | 861-5012 
DESCRIPTION 


PORTABLE SIGNAL TRACER/INJECTOR 
'05726/00| Ms012_0 | MFJ ENTERPRISES, INC. 
09726700) MS012_0| 559 INDUSTRIAL PARK RD 


DRAWN BY 
peee aie PERRY| STARKVILLE, MS 39759 


